1969 index to 
Occupational Hazards 
feature articles 


Compensation 


Workmen’s Compensation: Due for an Overhaul? Feb. 

1940-1966: Benefits Up As Buying Power Wanes_ Feb. 

Maryland Makes Rehabilitation a Reality May 

New Jersey: Workmen’s Compensation Sept. 
Battleground 

In the 70’s — A Federal Floor Oct. 
Under Workmen’s Compensation 


Driving Safety 


Seat Belts Cheat Death 
Zero-In On Damage Control 


Federal Legislation 


Workmen’s Compensation: Due for an Overhaul? Feb. 
The Latest On Walsh-Healey Mar. 
Consumer Safety Legislation: 

Prospects of More on the Way May 
National Data Center: A Threat or a Promise? June 
Whatever Happened to the Federal Fire Bill? June 
For 70,000 plants — A Rigorous New 

Noise Standard July 
The New Noise Standard Under Walsh-Healey July 
Labor Looks at Walsh-Healey July 
The Black Lung Scandal Sept. 
In the Early 70's — Passage of an Omnibus Bill Oct. 
The President’s Message to Congress Oct. 
In the 70’s — A Federal Floor 

Under Workmen’s Compensation Oct. 
In the 70’s — The Ascendancy of 

Consumer Safety Oct. 
A Federal Railroad Safety Law Takes Shape Nov. 
Coming Soon: Adoption of the UN System Nov. 


Fire Protection 


Cut Down Those Premiums 
Red-Hot Fire Protection 
8th Annual Product Data Guide 
Fire Protection: Worthington’s 
Winning Formula 
Closeup — In Fire’s Wake, 
The Investigative Probe 
Fire Safety in the Superjet Age 
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Shift in Insurance Patterns Apr. 
Fire Safety: Strategy of an Award Winner June 
Whatever Happened to the Federal Fire Bill? June 
When the Alarm Sounds . . 

You Gotta Have Wheels June 
22nd Annual Fire Protection and 

Security Directory June 
Fire Safety for the World’s Tallest Building Aug. 
Detect and Arrest with Fire/Security Systems Sept. 
Finishing School for Firefighters Sept. 
In the 70’s — Fire Hazards Multiply 

As Production Pace Quickens Oct. 
In the 70’s — Ultra-sophisticated Systems 

Will Become a Commonplace Oct. 
In the 70’s — Shore Up Defenses 

Against Disaster 
A Firefighting Plan for R & D Labs 
Harnessing Chemical Hazards — Vintage 1970 


First Aid, Medical, Hygiene 


Brush Tames Beryllium 
AMA’s Occupational Disease Registry — 
What Are Its Chances? 
Occupational Disease — Breakthrough Coming? 
Protecting Researchers — A Progress Report 
Hiring the Heart Case — Costly or Constructive? 
Matching the Man to the Job 
Where’s the Clinic in Your Area? 
Anyone for Jogging? 
Maryland Makes Rehabilitation a Reality 
Helicopters Soar to the Rescue 
When the Alarm Sounds, 
You Gotta Have Wheels 
First Aid: How Detroit Edison 
Teaches the Teachers 
Industrial Medicine: Underfinanced 
and Overtaxed? 
The Black Lung Scandal 
In the 70’s — The Ominous Outlook for 
Occupational Health 
More Ado About Noise 
Multiphasic Screening: Medical Wave of 


the Future or Droplet? Dec. 


Forecast — The Drug Abuse Crisis 
Will Deepen Dec. 
Du Pont’s Haskell Lab — An Old Hand at 


Environment Control Dec. 
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held on 
IcStep 
ere comes 


wham! kiksten 


didn’t budge or crunch! 


And big Buck Buchanan, 286 Ib. all-pro tackle, stands 
steady as he lands. For the biggest man or the lightest 
secretary, KIK-STEP holds solid. The moment weight is 
applied to any portion of its surface, it instantly locks in- 
to position (on any surface). When you want it to move — 
with the touch of a toe, kick it and KIK-STEP moves free- 
ly in any direction on concealed spring-loaded casters. 
KIK-STEP is excellent in factories, offices, homes, libraries 

. . anywhere 14 inches of additional reach will help. 
Available in 14 attractive colors. 


OM CRAMER INDUSTRIES INC. 


A Subsidiary of USM Oil Co. 


625 Adams Street, Kansas City, Kansas 66105 
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Housekeeping Aids Safety Jan. 20 
1969 Plant Engineering and Maintenance Show Mar. 12 


Housekeeping and Maintenance 


Industrial Security 


How to Cut Theft Jan. 
8th Annual Product Data Guide Jan. 
Can You Help Prevent Civil Disorders? Mar. 
Highlights of a Security Plan 

Devised by Experts Mar. 
Cargo: The $1 Billion Theft Apr. 
National Data Center — A Threat 

or a Promise? June 
The Case for Contract Guards June 
Electronics Security Hardware — 

A Glossary June 
22nd Annual Fire Protection and 

Security Directory June 
Theft and Capture: At Stake, $200,000 Aug. 
Detect and Arrest with Fire/Security Systems Sept. 
15th Annual Seminar of the American Society 

for Industrial Security Sept. 
In the 70’s — The Posture of Plant Security Oct. 
In the 70’s — Industrial Espionage 

Looms Larger Oct. 
In the 70’s — Ultra-sophisicated Systems 

Will Became a Commonplace 
In the 70’s — Shore Up Defenses Against Disaster 
SDS Target for 1970: The Industrial Plant 
Forecast — The Drug Abuse Crisis 

Will Deepen 


Personal Protection 


Closeup on a 100 Percent Eye 
Protection Program 
New USA Standard: Eye and Fact Protection 
How to Prevent Costly Foot Injuries 
Reduce Those Body and Hand Injuries 
GE Promotion — The Eyes Have It 
For 70,000 Plants — A Rigorous New 
Noise Standard 
Guide for Selection of Respirators 


Safety Education and Promotion 


Promotion Hits Bulls-Eye Jan. 
Linemen Learn Safety Jan. 
Zero-In on Damage Control Jan. 
8th Annual Product Data Guide Jan. 
Heads Up! Happy Trends at CEI Feb. 
How to Prevent Costly Foot Injuries Mar. 
Accident Prevention for Supervisors May 
Con Ed’s Safety Score Among the Hard Core May 
Fire Safety: Strategy of an Award Winner June 
First Aid: How Detroit Edison Teaches 

the Teachers June 
GE Promotion — The Eyes Have It June 70 
Safety Champion Nears Five-Million 

Manhour Mark July 42 
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Don't get caught 
in the shell game 


TN | 











ae ie ae Se ee 


A hard hat is no safer than its suspension, no matter 
how tough the shell is. If a suspension is weakened 
by cuts, rough usage or long wear, the worker is 
unwittingly vulnerable to head injury. 

Shell and suspension work together as a unit. One 
must be as ready to withstand impact as the other. 
Ignoring the suspension is a dangerous game. 

Inspect suspensions regularly. If they show any 
sign of deterioration, replace them immediately. 
Better yet, set up a regular program of hat suspen- 
sion replacement, Your MSA man can help. 


How can you sell a strong head protection 
program within your company? 


Make sure /check MSA. 


First, call in the MSA man. He has a complete line 
of safety hats, caps and accessories — plus a new 
Staz-on hat suspension. He can give you an un- 
biased equipment recommendation. 

Then, ask the MSA man to arrange a showing of 
a new color movie, ‘‘On Top of the Pros,” starring 
Johnny Unitas. Dramatic sports scenes demonstrate 
to workers the need for complete head protection. 
Management sees the benefits of an improved pro- 


gram. Takes twelve minutes. 
Mine Safety Appliances Co., MSA 
Pittsburgh, Pa. 15208. 
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Lights, Camera, Action! — The Star: 
Safety Performance Sept. 54 
Finishing School for Firefighters Sept. 62 


Safety Engineering 


Danger Phased Out Jan. 
8th Annual Product Data Guide Jan. 
1969 Plant Engineering and Maintenance Show Mar. 
Reduce Those Body and Hand Injuries Apr. 
New Push for Hearing Conservation July 
How to Take In-Plant Air to the Cleaners Aug. 
Guide for the Selection of Respirators Aug. 
Who’s Afraid of Material Handling? — 

A Success Story Nov. 
Strengthen Your Defenses 

Against Electrical Shock Nov. 


Safety Management 


Inspector General Jan. 
Closeup on a 100 Percent Eye Protection Program Feb. 
New USA Standard — Eye and Face Protection Feb. 
Psychology: An Aid, Not a Mystique Feb. 
How to Prevent Costly Foot Injuries Mar. 
Guidelines for Buying Safety Shoes Mar. 
Tips from a Talented Troubleshooter Mar. 
At Autonetics: An Unrelenting War On Hazards Mar. 
Preview of Spring Shows Apr. 
Reduce Those Body and Hand Injuries Apr. 
Probability in Accident Prevention Apr. 
Insurance Dividends: How Best to Cash Them In May 
Decentralized Program Clicks for Firestone May 
Can You Check Those Costly Product 

Liability Claims? May 
For 70,000 Plants — A Rigorous New 

Noise Standard July 
Labor Looks at Walsh-Healey July 
Paper Programs Or the Real Thing? 

Safety Audits Can Tell the Difference July 
Is Safety Faced With a Communications Gap? Aug. 
Z16.1 — Do the Figures Lie? Sept. 
Revolution in Safety — Will it Crest 

In the 70's? Oct. 
In the Early 70’s — Passage of an Omnibus Bill Oct. 
In the 70’s — The Broadening Scope of 

Safety Management Oct. 
1969 National Safety Congress 

and Exposition 
Today’s Safety Movement — 

An Overview from Du Pont 
ISEA Communiqué — Outlook for 1970 


Total Environment 


Not Just a Medicine Man Jan. 
How to Take In-Plant Air to the Cleaners Aug. 
Con Ed’s Campaign Against Air Pollution Aug. 
In the 70’s, An Emerging Organizational Outline Oct. 
In the 70’s — The Ominous Outlook for 

Occupational Health Oct. 
In the 70’s — Pollution Control or Else Oct. 
Protecting the Sea’s Harvest Oct. 
In the 70’s — The Ascendancy of 

Consumer Safety Oct. 
Du Pont’s Haskell Lab — An Old Hand at 

Environment Control Dec. 





